
.•--' 



2008 N10SH Direct-Reading Exposure 
Assessment Methods (DREAM) Workshop 

D.R.E.A.M. November 13-14,2008 * Hilton Crystal City in Wellington, n.C m*m—m* 

WORKSHOP Lu***^*-* 




Rapporteur Report 

Hazard Session: Aerosols 



Monitor: Martin Harper 

National Institute for Occupational Safety & Health 

Co-Monitor: Pam Susi 
CPWR 



Rapporteur: Mark Methner 

National Institute for Occupational Safety & Health 



tr ) Top Five Research Priorities 



D.R.E.A.M 

WORKSHOP 



1 . Basic research into how instruments respond to aerosol characteristics 

2. Invention/Continued development (esp. agent specific) 

3. Develop consensus accuracy and validation standards 

4. Develop standards for performance and use 

5. Education and guidance on sector specific applications for existing 
products 



